
Luxfer Prism Co., Ltd. 

TORONTO 














































“REVISED” 
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Showing designs of the highest £rade 
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Mitred Cut Glass. 
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and Society windows. 


Copyright 1924 hy the 
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SHATTOCK & McKAY COMPANY 
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GENEKAL INFORMATION 

DOMESTIC CATALOG 


When ordering lights from this catalogue give the numbers of designs. NEVER CUT 
OUT THE DESIGNS. All windows are made to order to size given. 

In ordering give the maximum time, otherwise will assume that we will have 30 days to 
fill orders. 


When selecting a design compare the size and shape of glass wanted with the size and 
shape of designs. Have them as nearly alike as possible. 

Window lights ordered to fill a smaller space or of a different shape than indicated in 
design, we reserve the right to modify the design or increase the price. 


For odd shapes or sizes send in full size paper patterns. Windows that are grouped draw a 
rough plan showing how they go. 


in ordering mention width first—upright lights thus 
or transom thus 60 x 18. 


18 x 60 


Odd or fractional parts of inches charged as even inches of next larger size, for example 
a 22 Yz x 23^4 will be charged as a 24 x 24. All sizes under 3 sq. ft. will be charged at the 
rate of 3 sq. ft. Lights measuring less than 12 inches in height or width will be charged at 
the rate of 12 inches high or wide. All designs in this catalogue are scaled approximately 
24 inch to the sq. ft. 


It is assumed that the rabbet is 24 inches unless otherwise stated. 

Designs on pages 40 to 48 — clear window glass leaded. For extra wide or heavy lead¬ 
ing write for prices. 


For all color or translucent glass add 15 cents net per sq. ft. to net prices. For selected 
double strength window glass add 15 cents net per sq. ft. For crystal polished 54 inch plate 
add 60 cents net per sq. ft. 

Designs on pages 25 to 37—clear *4 inch beveled glass in lead. Same may be made in 
chipped or obscured glass at an additional cost of 25 cents net per ft. 

For same designs in 24” bevel add $0.50 net per square foot. 

For same designs in 24 ” bevel add 1.00 net per square foot. 

For same designs in 1" bevel add 1.50 net per square foot. 

All beveled plate orders filled with 54" bevel if not otherwise specified. 

Designs on pages 38 and 39 — beveled, mitered and wheel cut polished 54 inch plate glass 
— 114 inch bevel. Chipped or obscured plate add 25 cents net per sq. ft. Prices are based on 
lights not exceeding 10 sq. ft. Over 10 sq. ft., write for prices. 

Designs on pages 18 to 21 —clear window glass leaded for background with colored glass 
for ornamentations. 


For plain zinc add 16^4% to lead prices, electro copper plating add 25% and for brass 
plating add 3354%- For solid copper or other finishes write for prices. 

Designs on pages 3 to 37—colored glass leaded. 

Designs on pages 1 and 2 — selected Opalescent and painted glass, leaded. 

Boxing will be charged on orders at 20 cents per superficial foot of actual lid measure¬ 
ment of cases shipped. 

SPECIAL NOTE—Designs showing colored glass our artist will use such glass colors 
and designs as in his judgment will be best adapted to carry out the works. Designs not 
showing color can be made in color and in harmony with any design shown in colors or suit¬ 
ing any taste or color scheme desired. 

Single lights 15 per cent advance per square foot. Two lights 10 per cent advance per 
square foot over two lights of a size and kind this price list applies. 


EXTRA DISCOUNTS 

6 Lights of a size and kind 3% additional discount. 

12 Lights of a size and kind 6% additional discount. 

24 Lights of a size and kind 9% additional discount. 

48 Lights of a size and kind 12% additional discount. 

96 Lights' of a size and kind 15% additional discount. 

The GENERAL TN FORMAT ION page is part of price list of the revised International 
Domestic Catalog and all orders will be filled in accordance with same unless otherwise speci¬ 
fied. 






REVISED INTERNATIONAL ART GLASS CATALOGUE 
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LEADED SELECTED OPALESCENT and PAINTED GLASS 


Rules for ordering and further description see general information page 



5000 . $15.00 square foot 



5001 . $16.50 square foot 



5002 . $15.00 square foot 



5003 . $25.00 square foot 




5004. $25.00 square foot 


5005. $12.00 sq. ft. 5006. $15.00 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED SELECTED OPALESCENT GLASS 

Rules for ordering and further description see general information page 



5007. $7.50 square foot 



5008. $9.00 square foot 



5009. $8.00 sq. ft. 



5010. $9.00 square foot 



5011. $10.00 sq. ft. 



5015. $9.00 sq. ft. 



5012. $7.50 sq. ft. 



5013. $7.50 square foot 



5014. $8.00 square foot 



5016. $8.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 



























































































REVISED INTERNATIONAL ART GLASS CATALOGUE 
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LEADED COLORED GLASS 





5023. $7.00 square foot 




5022. $6.00 square foot 


5024. $6.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 





















































































4 


REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 

Rules for ordering and further description see general information page 
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5025 . $8.00 square foot 



5027. $7.00 square foot 
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5026. $5.50 square foot 



5028. $7.00 square foot 



5029 . $7.50 square foot 



5030 . $7.00 square foot 



5031 . $6.50 square foot 
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5032 . $7.50 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED COLORED GLASS 


Rules for ordering and further description see general information page 




5033. $4.50 square foot 


5034. $4.50 square foot 



5035. $5.50 square foot 



5036. $5.00 square foot 
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5037. $7.00 square foot 
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5038. $7.00 square foot 



5039. $8.75 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the' United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 

Rules for ordering and further description see general information page 




5040. $6.00 square foot 


5041. $9.50 square foot 



5042. $6.00 square foot 



5043. $9.00 square foot 



5044. $7.50 square foot 



5045. $6.00 square foot 



5046. $7.00 square foot 



5047. $6.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 


















































































































REVISED INTERNATIONAL ART GLASS CATALOGUE 
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LEADED COLORED GLASS 

Rules for ordering and further description see general information page 



5048. $8.50 square foot 



5049. $8.50 square foot 



5050. $12.50 square foot 



5051. $6.50 square foot 



5052. $6.00 square foot 



5053. $7.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 









































































8_REVISED INTERNATIONAL ART GLASS CATALOGUE 

LEADED COLORED GLASS 

Rules for ordering and further description see general information page 
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5054 . $5.00 square foot 




5058 . $5.80 square foot 



5055 . $4.80 square foot 
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5059. $7.50 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED COLORED GLASS 

Rules for ordering and further description see general information page 








5064. $9.00 square foot 5065. $6.00 square foot 

Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 

Rules for ordering and further description see general information page 



5066. $6.20 sq. ft. 


5067. $6.50 sq. ft. 


5068. $5.00 sq. ft. 


5069. $5.80 sq. ft. 






5070. $5.00 sq. ft. 



5071. $5.00 sq. ft. 5072. $6.50 sq. ft. 




5073. $7.50 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED COLORED GLASS 

Rules for ordering and further description see general information page 




5078. $5.00 sq. ft. 



5079. $5.00 sq. ft. 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 

Rules for ordering and further description see general information page 



5082. $4.50 square foot 
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5083. $4.80 square foot 
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5084. $5.20 square foot 





5085. $7.50 square foot 


5086. $6.80 square foot 








5087. $6.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED COLORED GLASS 

Rules for ordering and further description see general information page 



5088 

$4.20 

1 square 

foot 

1 


























5089 . $5.00 square foot 





5090 . $5.00 square foot 



5091 . $4.75 square foot 


5092 . $5.50 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the 


5093. $4.80 square foot 

United States and Canada 
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REVISED INTERNATIONAL AR T GLASS CATALOGUE 


LEADED COLORED GLASS 


Rules for ordering and further description see general information page 



5095. $8.00 square foot 


5096. $5.20 sq. ft. 


5097. $5.00 sq. ft. 



5098. $5.40 square foot 


5099. $6.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United 


States and Canada 
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LEADED COLORED GLASS 

Rules for ordering and further description see general information page 





5102. $4.40 square foot 
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5103. $6.20 

square foot 



JL 



5104. $5.00 square foot 


5105. $5.20 square foot 


5106. $5.40 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 


Rules for ordering and further description see general information page 



5107. $5.40 square foot 


5108. $5.50 square foot 


5109. $3.60 square foot 



5110. $3.60 square foot 


5111. $3.60 square foot 



5112. 

Copyright by 


$7.60 square foot 5113. $8.50 square foot 

the National Ornamental Glass Manufacturers Association of the United States and 


Canada 
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LEADED COLORED GLASS 

Rules for ordering and further description see general information page 




5114. $5.00 square foot 


5115. $4.60 square foot 
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5116. $5.20 square foot 



5117. $5.50 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR with COLORED DECORATION 

Rules for ordering and further description see general information page 



5118. $2.60 sq. ft. 
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5122. $5.50 sq. ft. 



5119. $3.50 sq. ft. 
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5120. $3.00 sq. ft. 





5125. $3.00 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association o( the United States and Canada 
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19 


LEADED CLEAR with COLORED DECORATION 


Rules for ordering and further description see general information page 
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5130. $4.00 sq. ft. 
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5128. $4.00 sq. ft. 




5132. $4.30 sq.ft. 
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5133. $3.80 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR with COLORED DECORATION 


Rules for ordering and further description see general information page 
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5136. $4.00 sq. ft. 




5138. $5.10 sq. ft. 
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5141. $4.20 sq. ft. 




5143. $4.50 sq. ft. 



5144. $4.50 sq. ft. 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR with COLORED DECORATION 


Rules for ordering and further description see general information page 
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5146. $2.00 sq. ft. 
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5147. $2.10 sq. ft. 





5151. $2.50 sq. ft. 
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5153. $3.75 sq. ft. 



5154. $3.20 sq.ft. 




5155. S3.50 sq. ft. 5156. S3.75 sq. ft. 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 






















































































































































































22 REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 

Rules for ordering and further description see general information page 



5158. $3.50 square foot 
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5159. $3.50 square foot 




5161. $4.50 square foot 







A 

i 




5162. $7.00 square foot 


5163. $6.00 square foot 


5164 $4.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED COLORED GLASS 


Rules for ordering and further description see general information page 




5165. $3.40 square foot 
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5168. $3.30 square foot 



5171. $3.30 square foot 
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5166. $3.80 square foot 5167. $4.00 square foot 



5169. $3.00 square foot 



5172. $3.60 square foot 



5173. $3.75 square tool 


Copyright by the National Ornainen 


tal Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED COLORED GLASS 


Rules for ordering and further description see general information page 
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5174. $2.50 square foot 



5175. $3.50 square foot 




5177. $3.60 square foot 




5179. $2.75 square foot 



5180. $3.20 square foot 5181. $2.75 square foot 

Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 

































































































































































































REVISED INTERNATIONAL ART GLASS CATALOGUE 
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LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5182. $8.50 square foot 



5183. $9.00 square foot 



5184. $8.50 square foot 



5185. $8.50 square foot 



5186. $8.00 square foot 



5187. $8.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5188. $8.00 square foot 



5191. $9.00 square foot 



5189. $9.00 square foot 



5192. $9.00 square foot 



5190. $9.00 square foot 



5193. $9.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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27 


LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering: and further description see general information page 




5194. $7.50 square foot 


5197. $8.50 square foot 



5195. $8.00 square foot 



5198. $8.00 square foot 



5196. $7.00 square foot 



5199. $8.50 square foot 


Copyright by the National Ornamental Glass Manu 


ifacturers Association of the United States and Canada 
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REVISED INTERNATIONAL. ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



J 

E 










- 

\ 

Jmm 


1 

□ 


5200. $6.75 square foot 



5203. $7.20 square foot 






5201. $7.20 square foot 


5202. $7.50 square foot 



5204. $8.00 square foot 



5205. $7.50 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5206. $7.50 square foot 


5207. $7.50 square foot 



5208. $6.50 square foot 



5209. $7.50 square foot 



5210. $7.50 square foot 



5211. $8.50 square foot 



5212. $8.00 square foot 



5213. $9.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5214. $8.50 square foot 



5215. $9.50 square foot 



5216. $9.00 square foot 



5217. $9.00 square foot 

Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5218. $7.50 sq. ft. 



5219. $8.00 sq. ft. 



5220. $6.50 sq. ft. 



5221. $7.00 sq. ft. 



5222. $7.50 sq. ft. 



5223. $7.50 sq. ft. 



5224. $7.00 sq. ft. 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 


5226. $6.00 sq. ft. 


5227. $6.00 sq. ft. 


5228. $6.75 sq. ft. 



Rules for ordering and further description see general information page 


5229. $6.50 sq. ft. 



5230. $6.50 sq. ft. 





5233. $8.50 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
































































































































REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 


Rules for ordering and further description see general information page 



5234. $6.40 sq. ft. 



5235. $6.00 sq. ft. 



5236. $6.00 sq. ft. 5237. $7.00 sq. ft. 





5239. $7.00 sq. ft. 



5240. $7.00 sq. ft. 



5241. $6.80 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5242. $6.00 sq. ft. 


5243. 


$6.00 sq. ft. 




5244. $6.00 sq. ft. 



5245. $6.40 sq. ft. 



5246. $6.20 sq. ft. 



5247. $6.40 sq. ft. 


5248. $6.40 sq. ft. 



5249. $6.40 sq. ft. 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 





5250. $5.80 square foot 


5252. $5.80 square foot 


5254. $6.00 square foot 



5251. $6.30 square foot 



5253. $7.50 square foot 



5255. $7.50 square foot 



5256. $7.50 square foot 



5257. $9.00 square foot 



5260. $6.80 square foot 



5259. $8.50 square foot 



5261. $9.80 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5262. $7.40 square foot 




5266. $8.50 square foot 





5265. $6.20 square foot 



5267. $8.00 square foot 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR BEVELED PLATE GLASS 

Rules for ordering and further description see general information page 



5270. $5.80 square foot 
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5271. $5.80 square foot 



5272. $6.00 square foot 



5273. $6.00 square foot 



5274. $6.80 square foot 



5276. $5.80 square foot 



5275. $5.60 square foot 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 















































































































































































38 


REVISED INTERNATIONAL ART GLASS CATALOGUE 


BEVELED MITERED and WHEEL CUT POLISHED PLATE GLASS 

Rules for ordering and further description see general information page 



5278. $7.00 square foot 



5279. $7.00 square foot 



5280. $8.50 square foot 



5281. $7.50 square foot 



5282. $7.50 square foot 



5283. $8.50 square foot 


5284. $8.50 square foot 



5285. $7.80 square foot 5286. $7.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 












































































REVISED INTERNATIONAL ART GLASS CATALOGUE 39 


BEVELED MITERED and WHEEL CUT POLISHED PLATE GLASS 

Rules for ordering and further description see general information page 



5287. $7.50 sq. ft. 




5289. $7.00 sq. ft. 


5290. $7.50 sq. ft. 




Copyright by the National Ornamental Glass Manufacturers Association 


of the United States and Canada 
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REVISED INTERNATIONAL ART GLASS CATALOGUE 


LEADED CLEAR GLASS 

Rules for ordering and further description see general information page 






5299. $3.75 square foot 




5298. $4.80 square foot 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR GLASS 

Rules for ordering and further description see general information page 







5305. $3.60 square foot 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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Rules for ordering and iurther description see general information page 




5307. $3.00 sq. ft. 


5308. $3.00 sq. ft. 




5312. $3.00 sq. ft. 


5311. $3.00 sq. ft. 




5315. $3.00 sq. ft. 


5316. $3.20 sq. ft. 








Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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5320. $3.00 sq. ft. 




5321A. $3.00 square foot 





5323. $2.75 sq. ft. 5324. $2.75 sq. ft. 


Copyright by the National Ornamental Glass Manufac 


turers Association of the I nited States and Canada 
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LEADED CLEAR GLASS 

Rules for ordering and further description see general information page 




5325. $2.50 sq. ft. 




wm 


V2 S/ 


V 




5326. $2.40 sq. ft. 5327. $2.40 sq. ft. 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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LEADED CLEAR GLASS 



5333. $2.20 sq. ft. 


ordering and further description see general information page 



5334. $2.20 sq. ft. 



5335. $2.20 sq. ft. 






5339. $2.30 sq. ft. 5340. $2.40 sq. ft. 5341. $2.40 sq. ft. 5342. $3.00 sq. ft. 

Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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Rules for ordering and further description see general information page 




5344. $3.00 square foot 


r 
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/ 
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5347. $2.50 sq. ft. 


/ / 

C 

\\ 








5348. $2.50 sq. ft. 






Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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Rules for ordering and further description see general information page 




5351. $2.30 square foot 



5352. $2.30 square foot 












|Hr 



5355. $2.20 square foot 



5356. $3.60 square foot 









/ \ 




5357. $3.00 square foot 


Copyright by the National Ornamental Glass Manufacturers Association of the l nited States and Canada 
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LEADED CLEAR GLASS 

Rules for ordering and further description see general information page 







5362. $2.20 square foot 




5364. $2.20 square foot 



Copyright by the National Ornamental Glass Manufacturers Association of the United States and Canada 
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